October 24, 1969 


Mr « Gary Richard Schoener 
Box 392 Mayo Hospital 
Minneapolis, Minnesota 55455 


Dear Mr Schoener : 


Thanh you for your very gracious request, but I 
prefer to eliminate any and all reasons for further 
participation in this matter. 

I am sorry that I could not be of assistance to 
you in this endeavor, however, I am sure you will 
understand. 


WILLIAM A. HARPER 



wah 
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